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It FOLLOWING IS A LIST OF EQUIPMENT SKIPPED BY US 2% MAY 1959: 


CARTON 1 - 34.0. CAVITIES, RACK MOUNTED 
2 ~ 24.6. CAVITIES, RACK MOUNTED § 


3 - Lavepa supply 28 Tol] 25X1A 


ho oo» BLANK LOG AMP CHASSIS 


5 = HP. wiv 4igs 
A = 7 1.F.i. PREAMPS AND 7 MIXER ASSEMBLY 
7 MULTICOUPLER: PREAMP CONTROL PANEL; RESISTOR TEE PANEL 
8 = M.P. VSWR METER 44583 H.P. POWER METER 43¢¢ 
9 - HP. DIRECTIONAL COUPLER 
& TYPE N ELBOWS 
at 
2 SWITCH ATTENUATORS J . 
1 
} L.E.L. DISCRIMINATOR (AFC STRIP) vr rus 
1% MICROLAB 19 DB PADS of 
4 16 OFM 59 WATT RHEOSTAT (SPARES pment BS ———— 
NO CHANGE IN Cag 
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1 H.P. THERMISTOR MOUNT 4778 

1 H.P. TEE FOR 4198 NOLTMETER 

9 EMPIRE DEVICES 19 06 PADS 

48 MICROLAB TYPE N TERMINATIONS 
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